INTER-OFFICE COMMDNICATION FROM 


THE OFFICE OF 

CLERK OF THE BOARD OF COUNTY COMMISSIONERS 


DATE: September 9, 1986 

TO: John Sansbury, County Administrator 

Lisa Heasley, County Attorney's Office 
Chip Carlson, Asst. Co. Attorney 
David Bludworth, State Attorney 
Joy Shearer, Asst. Attorney General 
Captain Cook, Sheriff's Dept.-Civil 
Jerry Nolan, Sheriff's Office-Admin. 

John Lehner, PZ&B 

Bob Palchanis, Building Division 

Patty Young, 4uh Dxst. Ct. cf Appeals 

Law Library 

County Libraiiy 

Pinky Yount, PBC Municipal League, Inc. 

Mike lacona. Fire Rescue 
Judy Hemberger, Finance 

FROM: John W. Dame 

Chief Deputy Clerk 

RE: PALM BEACH COUNTY ORDINANCE DISTRIBUTION 

ORDINANCE NO. 86-24 

TITLE REFERENCE: Ordinance providing for a Plan Review Fee 
for Palm Beach County Fire Rescue by adding a new paragraph 
D. to Sec.1.04 of the Standard Fire Prevention Code... 


Attached is a copy of the above referenced Ordinance of Palm 
Beach County. This Ordinance has been filed with Florida 
Department of State and forwarded to Municipal Code Corporation 
for codification. The effective date is August 28, 1986. 

JWD:ph/lc 

attachment ^ 

cc:* Commissioners, BCC 
Clerk of BCC 
Minutes 

* If a copy of ord.is need, please advise Ms. Lorie Clinger, 
Finance Department at 837-2959. 
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NOW THEREFORE, BE IT ORDAINED BY THE BOARD OF COUNTY 
COMMISSIONERS OF PALM BEACH COUNTY, FLORIDA, as follows: 

Section 1. 

Section 1.04 of the Standard Fire Prevention Code as amended 
and adopted by Section 2 of Ordinance No. 84-3 is hereby amended to read 
follows: 


1.04 RESPONSIBILITY. 

A. The Fire/Rescue Administrator of Palm Beach County shall be 
responsible for the enforcement of the Code and all State laws under his 
jurisdiction, within the operational purview of Ordinance 82-23, 
)ertaining to the prevention, investigation and suppression of fires. 

■he Fire/Rescue Administrator shall appoint a Fire Marshal who shall have 
:he authority to enforce the provisions of this Code. Hereafter, in the 
:ode, where the term Fire Official appears, it shall mean the Fire 
[arshal or his authorized representatives. 

B. All plans for construction, alteration or remodeling of any 
ew or existing buildings, including the installation, modification or 
emoval of any system shall be reviewed by the Fire Marshal for evidence 
f compliance with this Code. If the plans submitted for review are 
ound not to be in compliance with this Code, the Fire Marshal shall give 
uch reasons for rejection in writing to the applicant. The Fire Marshal 
ay require tests or other investigations to be conducted by an agency 
atlsfactory to the jurisdiction when an appliance, device, equipment or 
ystem intended for installation does not specifically meet the 
equirements of this Code. Such tests or investigations shall be based 
pon nationally accepted test standards or principles. 

C. A letter of Fire Code Compliance or noncompliance shall be 
ssued by the Fire Marshal to the Building Official prior to the Building 
Eficial issuing a Certificate of Occupance for the premises for which a 
lilding permit has been Issued. 

D. Plan Review and Inspection Fees 

(1) Purpose 

purpose of this parag raph D is to provide a means by which 
' costs associated wi t h Palm Beach County Fire-Rescue's plans 

[Vi ew and inspection serv ices. The fee schedule set forth herein is 
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in tondod to permit the fi re pr evention burn.u of P:.i„ B.p.h ro„n,„ 

F lre-Rdscuo to the cost, of thd through . „,.r f„ 

(2) Scope 

T he provisions set fo r th In this Section shall apply to all 
i nstruction for which the Fire-Re s cue Administrator of Palm Beach 

;ou nty Is responsi ble fo r, as provided for In Ordinance No. 8 ^- 7 T 
14-3, as have been or may be amended. 

(3) Fees 

ja) A fee as prescribed in Paragraph (b) and fc) of this 

£r agraph (3) shall be paid at the t ime of application for a bulldlnc 
ermlt. 

—S gyTew fees shall be based on the estimated value and 
alculated at the following percentage rate: 

^ $0.00 - 100.000.nn 


. 1 % 


.05% 


.025% 


plus, 

$100,001.00 - $500,000.00 

plus, 

$500,001.00 - i.ooo.nnn.nn 


$1,000,001.00 — and up 

(or fraction thereof) 

jc ) , A flat fee of $200.0 0 shall be paid for the of 
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(4) Pre-Review 

j Wee of $50 _ .00 will be charged f or a pre-revlev of drawini>.s 
^^ specifications. This amount may b e deducted from the actual fee If a 
e rmit evidencing approval under this S ection 1.04 is obtained within 
I ght months from the date of p r e-review. Should a permit not be 

btalTied, this fee is non-refundable. 

(5) Plan Revisions 

A_fee of not less than $10.00 nor more than the lesser of 
12 5 .. .00 or the original fee shall be c h arged for revisions to plans pnH 
Ze clflcatlons which requir e a subsequent review once a le 

3sued. This fee shall_be__as_detemined 

authorized representative and shall 
. the Plan Reviewer and Department pe r sonnel In re-revlew of the 
td speclflcatlons. It shall be uniformly annlled. 

(6) Water Floy Tests 

A.fee of $50.00 sh all be assessed for water f1n„ 

rf o r med by Palm Beach County Fire-Rescu e as required by Ordinance No. 
-3. 

(7) Civil Drawings 

A fee of $25.00 shall be assessed for any drawing rev<..».ri hy 
I m Beach County Fire -Resc ue , Includlni; civil drawln-^. for „ork for 

ich a building permit is not issued. 

(8) Refunds 

^funds for any fee which exceeds the amount of $100.00. a 

may be obtain ed. T he refund shall ha In the .mo„nt of 7nZ nf 

!u nj PAIJ ovdr $100.00. The r .tod recu^st must be in fh. , 
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(10) Definitions 

Estimated Value—the cost of all constmctlon. If in rh^ 
> 2 l. nion of the Fire-Rescue Adm i nistrator or his authorized 
[epr esentative. the value is understated on the application, the permit 
Ja M be denied, unUs. the applicant provtdarf .. tall cost 

se ts the approval of g. Flr. -llescu« Admlnl.tr..or or hi. 
epresentatlve. 

^thorlzed Representatlve-the Fi re Marshall duly appointed Kv 
tie Fire-Rescue Administrator. 

(11) Annual Review 

Th e , fee schedule set forth h erein shall be reviewed annn.n,, 
id_ lf necessary amended to reflect the cost for providing the p l.n 
^lev and inspection processes. 

iction 2, REP EAL OF LAWS IN CONFLICT 

All local laws and ordinances applying to the unincorporated 
ea of Palm Beach County in conflict with any provisions of this 
dinance are hereby repealed, 
ction 3. CAPTIONS 

The captions, section headings end section designations nsed in 
Is Ordinance are Intended for convenience of nsers only and shall have 

effect on the interpretation of the provisions of this ordinance. 

:tion 4. SEVERABILITY 

If any section, paragraph, sentence, clause, phrase, or word of 
■s ordinance Is for any reason held by the Court to be unconstltu- 

-al, inoperative or void, such holding shall not affect the remainder 
this ordinance. 

—^ —Inclusion in the code of laws and ordinances 

The provisions of this ordinance shall become and be made a 
t of the code of laws and ordinances of Palm Beach County. Florida. 
Sections of the ordinance may be renumbered or relettered to 
3mplish such, and the word "ordinance" may be changed to "section." 
:;icle." or any other appropriate word. 
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Section 6. APPLICABILITY 

This Ordinance shall be effective in those municipal service 

I 

taxing units established for providing fire protection and advanced life 
support services by Palm Beach County Fire—Rescue and those 
municipalities who contract for such services pursuant to Laws of 
Florida, Chapter 83—495. The fee schedule adopted by this Ordinance 
shall apply as far as possible into the future until such time this 
Ordinance is amended or repealed. 

Section 7. EFFECTIVE DATE 


The provisions of this ordinance shall become effective upon 
receipt of acknowledgement by the Secretary of State. 

APPROVED AND ADOPTED by the Board of County Commissioners of 


APPROVED AS TO FORM AND 
LEGAL SUFFICIENCY 




3unty Attorney 


Acknowledgement by the Department of State of the State of 
Florida, on this, the 22nd day of August _, 19 86 . 

EFFECTIVE DATE: Acknowledgement from the Department of State 

received on the 28th day of AuguS t _, 1 9 86 , at 2:43 

_P_.M., and filed in the Office of the Clerk of the Board of County 
Commissioners of Palm Beach County, Florida. 





be a true and co.rcctitrr.i'-/filed in 
my office on ' -'Aug ust 26. '19'86 
DATED at V/c-st :-T..en.- 9/'h/8 6 

JOHN B. '■ • i 

By: _ r q.C. 

Deputy; c;,i:e^k , 
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